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I.         The  developer  is  obligated  to  become  familiar  with  and  adhere  to  all  requirements 
of  the  South  End  Urban  Renewal  Plan  dated  September  23,  1965.    Attention  is 
particularly  directed  to  the  following  references: 


OBJEaiVES 

Basic  Objectives 

Planning  and  Design  Concept 

Planning  and  Design  Objectives 

LAND  USE,  BUILDING  REQUIREMENTS 

AND  OTHER  CONTROLS 
Proposed  Land  Use 
Land  Use  and  Building  Requirements 
General  Requirements  and  Definitions 
Alternate  Land  Use 
Interpretations 
Duration  of  Requirements 
DEVELOPER'S  OBLIGATIONS 
Applicability 
Compliance  with  Plan 
Design  Review 
General  Obligations 
Disposition  by  Developer 
ANTI-DISCRIMINATION  PROVISIONS 
MODIFICATION  AND  TERMINATION 
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Chapter  XII: 

Site  Development  Program 


A.    SITE  DATA: 


1.  Area:    RC-4  =  15,500  sq.ft.,  RC-5  =43,400  sq.  ft.  (Parcel  boundaries  dimensions 
and  areas  are  based  on  planimeter  measurements  and  are  approximate  pending  final 
parcel  disposition  drawings.) 

2.  Size  of  Parcel:  The  average  depth  of  Parcels  RC-4  and  RC-5  is  80  feet  (Tremont  St. 
to  rear  alley).    The  Tremont  St.  frontage  for  RC-4  and  RC-5  is  200  feet.    On  Worcester 
St,  RC-5  has  a  frontage  of  about  355  feet  and  depth  of  100  feet. 

3..    Location:    Parcel  RC-4  is  bounded  by  Rutland  Square,  Tremont  St.,  Concord  Square, 
and  on  the  northwest  by  a  public  alley.    Parcel  RC-5  is  bounded  by  Tremont  St.,  Wor- 
cester St.    on  the  northwest  by  139  Worcester  St.,  a  public  way  (Concord  Place)  and 
by  Concord  Square. 
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4.  Zone  DIstricf:    Existing:    H-2  on  Worcest-er  St. 

L-2  on  Tremont  St. 
Proposed:  H-3  on  Worcester  St. 

L-2  on  Tremont  St. 
Fire  Zone:    I 

5.  General  Physical  Features,  Topography,  and  Soil  Conditions: 
Existing  buildings  hove  been  demolished  leaving  the  sites  clear  except 
for  existing  trees.    A  utility  easement  is  located  along  Concoid  Place 
running  parallel  to  Tremont  St,    Preliminary  soil  investigations  indicate 
6  to  14  feet  of  loose  sand  and  gravel  and  miscellaneous  fill  covering 
varying  thicknesses  (up  to  approximately  60  to  70  feet)  of  soft    to  stiff 
clay  over  sand  and  gravel.    See  attached  information  on  existing  soil 
data  and  exploration  borings. 

B. PERMITTED  USES  The  principal  use  of  parcels  RC-4  and  RC-5  shall  be 
residential.    A  subsidiary  local  commercial  and/or  office  use  Is  permitted  but 
limited  to  the  ground  floors  of  structures  fronting  on  Tremont  St.    This  commercial 
use  may  not  exceed  15%  of  the  total  floor  area  for  the  structure. 

C.     URBAN  RENEWAL  PLAN  AND  DESIGN  CONTROL: 

I.    Minimum  Setback  Requirements: 


Tremont  St. 

15  feet 

Worcester  St. 

10  feet 

Concord  Sq. 

10  feet 

Rutland  Sq. 

10  feet 

W.Rutland  Sq. 

10  feet 

2.  Minimum  Useable  Open  Space:     100  sq.ft.  per  dwelling  unit  on  ground,  deck,  or 
balcony. 

3.  Maximum  Building  Height:    Buildings  shall  not  be  less  than  32  feet  in  height  nor  more 
than  60  feet  in  height.    Buildings  on  Worcester  St.  may  be  equal  to  in  height,  but  not 
greater  than  buildings  on  Tremont  St. 

4.  Maximum  Floor  Area  Ratio:    Shall  not  exceed  3.0. 

5.  Housing  Type:    Multi-story  apartments,  stacked  duplex,  row  type  attached  or  cluster. 
Fireproof  construction.    Building  and  Zoning  Codes  must  be  recognized.    However,  reasonable 
variances  may  be  obtained  by  procedures  outlined  in  respective  codes. 

6.  Dvvelling  Unit  Controls: 

a.  F.H.A.  regulations  and  State  and  Local  building  codes  must  be  observed  or  ap- 
propriate variance  procedures  observed. 

b.  The  dwelling  units  must  provide  a  good  standard  for  living,  be  well  lighted,  and  be 
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efficient,  flexible,  and  adaptable  in  plan. 

c.  The  dwelling  units  may  have  a  maximum  "walk-up"  of  two  flights.    Units 
above  this  height  must  be  served  by  elevator. 

d.  Provision  must  be  made  for  horizontal  and  vertical  sound  control. 

e.  The  following  appliances  are  to  be  provided  in  each  dwelling  unit:    Range, 
Refrigerator.    Space  and  rough  plumbing  required  for  the  following  appliances 
are  to  be  provided  in  each  dwelling  unit  of  two  or  more  bedrooms:    Washer, 
Dryer. 

f.  Utilities:    The  developer  must  make  all  connections  for  utilities  underground. 

g.  Where  dwelling  units  are  to  be  constructed  under  rent  supplement  and/or 
B.H.A.  program,  all  standards,  controls,  and  regulations  applicable  shall  be 
adhered  to. 

D.    PLANNING  AND  DESIGN  OBJECTIVES: 

I.    Building  and  Site  Design: 

a.    Existing  and  proposed  adjacent  conditions  include: 

1.  A  proposed  library  building  to  the  northeast  on  Tremont  St.  between  Rutland 
Square  and  West  Newton  St.  (Parcel  PB-5). 

2.  Proposed  public  housing  on  Worcester  St.  and  Tremont  St.  (Parcel  RE-2). 

3.  A  proposed  green  strip  acting  as  a  divider  along  Tremont  St.  (Parcel  P-13). 
(The  existing  trolley  tracks  are  to  be  removed.) 

4.  The  existing  Tremont  Methodist  Giurch  on  Tremont  St.  (across  from  Parcel  RC-5). 
This  Church,  constructed  of  brownstone,  is  a  revered  and  influential  community 
institution. 

5.  An  existing  fire  station  of  contemporary  design  located  opposite  parcel  RC-4 
on  the  corner  of  Tremont  St.  and  West  Concord  St.  This  building  is  out  of  scale 
and  character  with  the  surrounding  area. 

6.  Other  community  facilities  within  immediate  walking  distance  include:    the 
existing  Ebenezer  Baptist  Church  and  Hurley  Elementary  School  on  West  Springfield 
Street;  the  South  End  House;  and  Children's  Art  and  Music  Cm  ters  on  Rutland  Street; 
the  All  Saints  Lutheran  Church  and  O'Day  Playground  on  West  Newton  Street;  and 
the  proposed  new  housing,  shopping  and  recreational  complex  on  West  Brookllne 
Street  and  West  Dedham  Street. 
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b.  Bui Iding  Massing-Facade-Orientat-ion:      The  new  buildings  should  carefully 
respect  the  surrounding  orientation  and  where  possible,  character.    The  height  and 
massing  of  buildings  along  Tremont  St.  should  reflect  the  street's  size  and  importance. 
In  contrast,  lower  buildings  are  desired  on  Worcester  St. 

c.  Density:    Residential  densities  shall  not  nexceed  80  D.U.  's/acre  nor  be  less  than 
30D.U.'s. 

d.  Bedroom  Distribution:     In  attempting  to  meet  the  relocation  and  social  needs  of 
this  area,  the  following  bedroom  distribution  should  be  used  as  an  objective: 

1  BR  35% 

2  BR         50% 

3  BR  15% 

e.  Open  Space:     Private  outdoor  space  for  each  unit  of  family  housing  must  be  pro- 
vided in  the  form  of  balconies  and/or  roof  terraces  as  well  as  yards.    Additional 
outdoor  areas  for  common  use  by  the  residents  should  also  be  provided  in  convenient 
locales  (group  sitting  area,  play  areas  near  family  units,  etc.) 

III.  Design  Review  Process  and  Developer's  Submission  Requirements:    A  detailed  state- 
ment of  the  design  review  process  and  the  developer's  submission  requirements  is 
attached.     Generally  speaking,  submissions  should  be  kept  simple.    Use  of  elaborate 
renderings  or  models  at  the  earliest  stage  of  development  is  discouraged. 

IV.  Boston  Redevelopment  Authority  Staff  Contracts:    Inquiries  with  respect  to  disposition 
and  legal  matters  should  be  directed  to: 

Director  of  Residential  Development,  Mr.  Robert  Diozzi 

Inquiries  with  respect  to  design  matters  should  be  directed  to: 

Director  of  Urban  Design,  Mr.  Robert  Loverud 

V.  Information  available  to  Developers:    The  following  items  of  information  are  attached 
for  the  use  of  the  developer: 

1.  South  End  Urban  Renewal  Plan  and  attached  Urban  Renewal  Maps. 

2.  Statement  of  Development  Objectives  and  Controls  with  accompanying  Site  Diagram. 

3.  Statement  of  the  Design  Review  Process. 

4.  Preliminary  Disposition  Parcel  Map  @  scale  l"=  100'. 

5.  Engineering  Survey  Maps  of  the  Area  @  scale  l"=40'  showing  utilities,  street  lines, 
and  contours  @  2'  0"  intervals  with  spot  elevations. 
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6.    Existing  soil  data  and  exploration  borings  (excerpt  from  the  preliminary 
engineering  survey). 

The  following  items  of  information  will  be  forwarded  to  the  developer  when  they 
ore  available. 

1.  Disposition  Parcel  Map  @  scale  I"  =  40'  showing  bearings  and  distances 
for  the  parcel  boundary. 

2.  Draft  Disposition  Agreement. 
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